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Virginia Kirkus’ Service we 317 West 4th Street 


Vol. XXIX May 1, 1961 


SPECIAL SUPPLEMENT: No. 13: Spring Crop How-To's 
Edited by Robert E. Kingery 


This. is our thirteenth special supplement on "how-to" books. We suggest you keep 
this. in an active file. The list covers books published within the last four 
months in a wide variety of fields. An over-all annotated guide to older. books 
in this area is available in Robert E.Kingery's HOW TO DO IT BOOKS: A SELECTED 
GUIDE (Bowker, o.p., new edition projected for 1961) which includes books publish-— 
ed through 1953. Armed Services librarians should consult MANUAL ARTS AND CRAFTS 
prepared by Helen M. Thompson, Tachikawa Air. Base Library, issued in December, 
1960. This ts available to Armed Services librarians from Commander-in-Chief, 
Pacific Air. Forces, Attn: PFPPS=-P, Command Librarian, APO 953, San Francisco, 
California. All publishers mentioned, except where an address is given, can be 
located in the Directory of Publishers in the front matter. of BOOKS IN PRINT, or 
in THE LITERARY MARKET PLACE, standard reference tools in most bookshops and 
Libraries. 


Arts & Crafts. 


Schoenfelt, Joseph F. McGraw-Hill 
DESIGNING AND MAKING HANDWROUGHT JEWELRY $4.95 


Excellent design suggestions combined with professional procedures. Recom- 


mended materials include shells, pebbles and buttons. Projects move from the simple 
to the more complex. 


Olson, Herb (i.e. Herbert) Reinhold 
PAINTING CHILDREN IN WATERCOLOR $10.00 


Assumes some background in watercolor painting. Covers the usual aspects 
such as proportion, light, composition and color. Illustrations of the various 


_ stages including preliminary sketches. 


Nelson, Glenn C. Holt, Rinehart & Winston 
CERAMICS $5.95 


Comprehensive and largely non-technical. Expected coverage of types of 
clay, glazes, forming, firing and equipment. 


Refregier, Anton Tudor 
NATURAL FIGURE DRAWING $3.50, paper $1.45 


Reprint of 1948 edition. Introduction intended for self-instruction, with 
anatomy charts. Librarians may wish to check replacement needs. 


Jones, Barbara M. Van Nostrand 
WATER-COLOR PAINTING $5.75 


Clear introduction in text and illustration. Discusses equipment, begin- 
ning techniques, composition, perspective, etc. 
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Automobiles 


Christy, John Bobbs-Merrill 
HOT RODS; HOW TO BUILD AND RACE THEM $4.95 


Detailed instructions on building various types, with special attention to 
the use of compact-car engines. By former editor of Hot Rod magazine. 


Glenn, Harold T. Chilton 
GLENN'S NEW AUTO REPAIR MANUAL $7.95 


Replaces earlier Chilton’s New Auto Repair Manual. Ineludes specifications 
of U.S. cars from 1949 to present, with limited information on some foreign makes, 
popular in the U.S. 


Stone, William A. Hanover 
GUIDE TO AMERICAN SPORTS CAR RACING $4.50 


Techniques, race courses, annual racing events, along with a directory of 
racing car models. 


Cooking 


Adamson, Helen L. & H.C. Chilton 
GALLEY COOKBOOK $2.95-Paper, $1.95 


Emphasis is on recipes that are both nourishing and easy to prepare. 


Cannon, Poppy — Crowell 
ELECTRIC EPICURE'S COOKBOOK $4.95 


Gourmet-touch recipes requiring electric blenders, fry pans, roasters, 
pressure cookers and other electric gadgets. 


Karry, Tex and Key, Margaret Doubleday 
THE SPORTSMAN'S COOKBOOK, for. The Hunter and Fisherman $3.50 


More than one hundred and fifty recipes for fresh and salt water fish, game 
and fowl. With information on field care of freshly killed food. 


Ray, Marie B. Doubleday 
| $2.95 


THE FIVE-MINUTE DESSERT; A Cookbook by a Non-Cook for. Non-Cooks 


Includes dessert drinks and desserts suitable for children. Some require 
an electric blender or mixer; many call for various liquors as ingredients. 


Waldo, Myra Doubleday 
COOKING FOR THE FREEZER $3 95 


Excellent handbook, with careful attention to foods which should and those 
which should not be cooked before freezing. About one hundred and seventy recipes 
of all types. Section on care of freezers. 
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Spring Crop How-To's III 


Elkon, Juliette & Ross, Elaine L. Hastings 
MENUS FOR ENTERTAINING $6.95 


Subtitle: 72 Parties & 400 Recipes for the Good Cook and Hostess. Advanced 
manual covering formal breakfasts, parties for children, formal and informal dinners, 
suppers, cocktail parties, etc. Recipes are unusual. 


Ames, Roberta (pseud. of Nedda Anders) Hearthside 
COMPLETE ELECTRIC SKILLET-FRYPAN COOKBOOK $3 .00 


Recipes for meats, vegetables, soups, casseroles, desserts and beverages, 
about half of which are repeated from this author's Electric Skillet-—Frypan Cookbook. 


Street, Julian Knopf 
WINES: Their. Selection, Care and Service $4.00 


Subtitle: With a Chart of Vintage Years, and Observations. on Harmonies 
between Certain Wines and Certain Food, and on Wineglasses, Cradles, Corkscrews, 


and Kindred Matters. Third edition, revised by Mrs. Street. Largely concerned 
with European wines. 


Fredericks, Carlton & Meyer, Hazel Lippincott 
CARLTON FREDERICKS' COOK BOOK FOR GOOD NUTRITION $4.95 


Guide to use of added vitamins and nutrients to basic recipes, recipes 
selected because of their appeal and nutritive value. Usual range of recipes, but 
includes lunch-box items. 


McCully, Helen & Noderer, Eleanor Obolensky 
JUST DESSERTS $4.95 


Comprehensive collection, both simple and gourmet, including pastries. 


Chase, Emily Prentice-Hall 


PLEASURES OF COOKING WITH WINE $4.95 


Welcome addition because it assumes use of California wines. Readable and 
personal cookbook, including a variety of recipes. With wine charts and service- 
storage instructions. 


Lin, Ts'ui-feng & Lin, Hsiang-ju_ ik Prentice-Hall 
SECRETS OF CHINESE COOKING $3 «95 


By the wife and daughter of Lin Yutang. Basic approach of Chinese cooking 
along with menus and recipes, using ingredients available in the U.S. 


Campbell, Thora H. ¢ Rand McNally 
POTLUCK PARTY RECIPES $3.95; paper $2.95 


Concerned with food appropriate for buffet entertaining which can be pre- 
pared ahead of the party. Includes beverages and breads. Attractively and clearly 
presented. : es 


Ma, Nancy Chih | | Tuttle 
MRS. MA'S CHINESE COOKBOOK — $4.95 


Pronounced gift-book potential, by an experienced cooking teacher. Covers 
the basic Chinese approach, substitution of ingredients, and includes numerous 
recipes. 
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Dogs 










Liebers, Arthur a @ 
COMPANION DOGS: 4ow to Choose, Train and Care for Them $7.50 









Illustrated guide to popular breeds, along with general information such 
as material on shows, doghouses, etc. 






American Kennel Club Garden City 
COMPLETE DOG BOOK $3 .95 






Subtitle: The History and Standard of Breeds Admitted to AKC Registration 
and the Training, Feeding, Care and Handling of Pure-Bred Dogs. Revised edition of 
a staple title. 







Miller, Evelyn ‘s Sterling 
HOW TO RAISE AND TRAIN A GOLDEN RETRIEVER $2 .00-Paper, $1.00 




















Small book about a large dog. However, has the basic, necessary information. 
One of the "How to Raise and Train" series. 


Flying 


Tower, Merrill E. Arco 
FLIGHT FACTS FOR PRIVATE PILOTS $5.00, Paper $3.50 


Review text for those preparing for a private pilot's license. Useful 
glossary and bibliography. 


Holland, John J. Holt, Rinehart & Winston 
LEARNING TO FLY : $5.00 


Highly readable preflight handbook, emphasizing techniques and the charac- 
teristics of airplanes. 


Games 


Reinfeld, Fred Barnes & Noble 
CHESS STRATEGY FOR OFFENSE AND DEFENSE Paper, $1.50 


Reprints with a new introduction the contents of two previous books 4ow to : 
Win When You're Ahead and How to Fight Back, with a combined index. Now issued in 
the "Everyday Handbook Series." 


Lasker, Edward Dover 
CHESS AND CHECKERS; The Way to Mastership Paper, $1.15 


Third, revised edition. Basic instructions with suggestions for the more 
advanced enthusiast. 


Reinfeld, Fred- £d. Hanover 
CHESS MASTERS ON WINNING CHESS $3.95 











Diagrammed move-by-move analyses of nineteen master games. Advanced. e 
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Spring Crop How-To's Vv 


Johnson, June Harper 
OUTDOOR-INDOOR FUN BOOK $4.00 


Subtitle: A Treasury of Everyday Games, Family and Group Activities, Party 
and Holiday Ideas for. Children from Six to Twelve. Both new and old games presented 
in clear text and effective illustration. Sections on games-for-one and games-for-two. 


Armanino, Dominic McKay 
POPULAR DOMINO GAMES FOR ONE TO SIX PLAYERS Spiral, $1.95 
Bell, Robert E. Oxford 
BOARD AND TABLE GAMES FROM MANY CIVILIZATIONS $5.00 


History, descriptions and playing instructions for race games, war games, 
position games, dice games, etc. Reference shelf candidate. 


Middlecoff, Cary Prentice-Hall 
MASTER GUIDE TO GOLF $6.95, deluxe $10.00 


Both editions same as to text and illustration, deluxe is large-page. 
Alphabetical handbook, with necessary cross references and an index. Illustrated. 
Gift possibilities should be considered. 


Gardening & Outdoor. Space 


DeCristoforo, Romeo Arco 
HANDYMAN'S CONCRETE AND MASONRY HANDBOOK $2.50 


General fundamentals, followed by specific details on building patios, 
walls, walks and steps from concrete or brick. Includes information on watérproofing. 


Crockett, James U. Doubleday 
GREENHOUSE GARDENING AS A HOBBY $4.95 


Author of Window Sill Gardening covers types of greenhouses, soils, plants, 
and provides a calendar of gardening duties. Gives considerable attention to the 
cultivation of individual plant varieties. 


Taylor, Norman-fd.. Houghton, Mifflin 
TAYLOR'S ENCYCLOPEDIA OF GARDENING $15.00 


Fourth revised and enlarged edition of an established reference handbook, 
first published in 1936 as The Garden Dictionary. More than 800 species added to 
this edition. 


Sunset Magazines, editors of, : Lane 
SUNSET WESTERN GARDEN BOOK Spiral, $3.95 


Second and revised edition. General, illustrated handbook on soils, compost, 
lawns, plants, gardening in containers and plant varieties. 


Sunset Magazines, editors of, Lane 
PATIO BOOK Paper, $2.00 


Second and revised edition. Miscellaneous coverage of design, furniture 
and entertaining, all heavily pictorial. 








Spring Crop How-To's 







Schery, Robert W. Macmillan 
THE LAWN BOOK $5.95 
By the Director of the Lawn Institute. Clear, comprehensive and specific 9 





handbook (for any climate) covering planning, planting, care, weeds and diseases. 
Excellent illustrations. 






Mason, Hamilton Van Nostrand 
YOUR GARDEN IN THE SOUTH $7.75 











By former garden editor of Jacksonville Journal. JTllustrated handbook with 
useful zone map, covering planting and cultivation of all types of plants °*° ept 
vegetables. 






Guns 




















Frith, James Arco 
ANTIQUE PISTOL COLLECTING, 1400-1860 $7.50 


Illustrated guide to British pistols of the period indicated. 


Chapel, Charles E. Coward-McCann 
GUN COLLECTOR'S HANDBOOK OF VALUES $10.00 


Fifth, revised edition of the basic reference handbook. His Gun Collecting, 
first published in 1939 has been reissued by Coward as Complete Book of Gun Collecting, 


$4.50. 


Smith, Walter H. Stackpole 7% 
BOOK OF RIFLES $10.00 


Expansion of his National Rifle Association Book of Smal! Arms, vol. 2, 
Rifles, originally published in 1948 and a standard stock item while it was in print. 


Horsemanship 
Seunig, Waldemar Doubleday 
HORSEMANSHIP: A Comprehensive Book on Training $8.50 
The Horse and [ts Rider 
Revised edition, with many new illustrations, of a standard guide. 


Steinkraus, William Doubleday 
RIDING AND JUMPING $3.95 


Readable, authoritative discussion by the Captain of the U. S. Olympic 
Equestrian Team. Understandably, attention is given to international competitions. 


Sports Illustrated, editors of, Lippincott 
BOOK OF HORSEBACK RIDING 82575 


Beginner's guide to clothing, care of the horse, mounting, riding and 
dismounting. 








Spring Crop How-To's VII 
Housekeeping 


Gillies, Mary Harper’ 
HOW TO KEEP HOUSE $4.50 





Revised edition of a highly practical handbook, with information on the 
latest cleaning agents, appliances, synthetic fabrics, etc. 


Moore, Alma Simon & Schuster 
HOW TO CLEAN EVERYTHING $3.75 


Subtitle: An Encyclopedia of What to Use and Hew to Use It. Revised 
edition of an established title. 
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Peet, Louise | Wiley 
HOUSEHOLD EQUIPMENT $9.25 


Fifth edition of a standard textbook that can be an effective handbook 
outside of school. Includes information on home maintenance for the physically 
handicapped. 


Musical Hobbies 
Markell, Jeff & Stanton, Jay Gerns back 
INSTALLING HI-FI SYSTEMS $5.00, paper $3.20 
For the advanced amateur including assembly techniques and housing factors. 


a Barbour, Harriot E. i Dutton 
MUSIC FOR FAMILY FUN $3.95 


Comprehensive handbook to music as a hobby, including musical games and 
activities, selection of phonographs, records and music instruments. General 
advice on development of musical appreciation. 


Outdoor. Recreation 


Bauer, Erwin A. Doubleday 
BASS FISHERMAN'S BIBLE Paper, $1.95 


Guide to fishing techniques, identification of fish, and bass fishing 
regions. Illustrated, of course. 


Riviere, William A. Doubleday 
CAMPER'S BIBLE Paper, $1.95 


General and practical handbook covering choice and use of equipment, camp- 
sites, safety, etc. 


Manning, Harvey,& others, eds. Mountaineers , 
P.O. Box 122, 

Seattle ll, 

MOUNTAINEERING; THE FREEDOM OF THE HILLS Wash., $7.80 


Although designed for western climbers, contains much generally useful 
information for all beginning climbers. 
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Photography 


Note: Chilton publishes the Modern Camera Guide Series. 9f which more than 
500 titles have now been issued, paper $1.95, cloth $2.95. Recent titles include: 


Basic All-35mm Camera Shooting Guide, Basic 8mm Movie Reference Guide, Hunting with 
Camera and Binocular, and Omega Enlarger Guide. 






Amphoto 


Emanuel, Walter D. 
CONTAREX GUIDE Plastic, $1.95 























Guide to the use of Contarex and Contarex special single-lens reflex 
cameras. 


Floyd, Wayne Amphoto 
FLOYD'S PHOTO TIPS $2.50 


Unusual information from an experienced professional photographer, intended 
for the beginning amateur, on handling film, lighting, printing, equipment and ac- 
cessories. Effective illustrations. 


Bagby, Robert McGraw-Hill 
MAKE YOUR OWN COLOR PRINTS $4.50 


Information for the beginner on making Kodacolor and Ektacolor prints, 
negatives, transparencies, etc. Helpful charts and illustrations. 


Radio 


American Radio Relay League The League 
ARRL ANTENNA BOOK Paper, $2.00 


Ninth, revised edition of the standard manual. 


American Radio Relay League : The League 
MOBILE MANUAL FOR RADIO AMATEURS Paper, $2.50 


Second and completely different edition of a developing handbook. Most of 
the material appears to be reprinted from the magazine QST. Presumably destined to 
become the standard book on the subject. 


Gray & Graham McGraw-Hill 
RADIO TRANSMITTERS $12.50 


Basic guide for the serious amateur to the basic circuits and components 
of transmitters, along with information on techniques of operation. 
Science Hobbies 


Moore, Shirley- £d. Ballantine 
SCIENCE PROJECTS HANDBOOK Paper, 50¢ 


Not a reprint: Group and individual projects and experiments, with appeal 
to diverse age groups. Include suggested readings. 
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Stong, Cc. L. | Simon & Schuster 
SCIENTIFIC AMERICAN BOOK OF PROJECTS FOR THE AMATEUR SCIENTIST $5.95 


Collection of material which originally appeared in the Scientific American, oe 
covering various activities and projects in a range of scientific fields. Illus- pets 
trated and with adult appeal. 


- 


Stehli, George J. Sterling 
THE MICROSCOPE AND HOW TO USE IT 3 $3.95 


Structure, selection and care for the amateur, with information on the 
preparation of various materials for examination. Emphasizes short cuts. 


Sewing & Tailoring 


Schwebke, Phyllis W. Bruce 
HOW TO TAILOR; A HANDBOOK FOR HOME TAILORING $5.50 


School text, also useful as handbook for adults out-of-school. Assumes 
knowledge of the fundamentals. Comprehensive, clear and practical on all aspects 
of the tailoring process. 


David, Charlotte L. Lippincott of 
TOYS TO SEW $3 .00 S 


Illustrated guide, with specific instructions for making a wide variety of 
toys and gifts. 


Woodworking 
Adams, Jeanette T. & Stieri, Emanuele Arco 
COMPLETE WOODWORKING HANDBOOK $4.95 
Covers both projects and common house repairs. Usual content on types of . 
wood, hand tools, paints, adhesives, basic techniques. TIllustrated. é 
Hjorth, Herman Bruce 5G, 
BASIC WOODWORKING PROCESSES $3.20 . 


Revision by Ewell W. Fowler of an established textbook, useful also to the 
adult amateur. 


Wrestling, Judo 


Butler, Pat Emerson 


ADVANCED JUDO AND SELF-DEFENSE $3.95 
Presents basic principles, with action photographs of advanced techniques. 


Dominy, Eric Sterling 


JUDO FROM BEGINNER TO BLACK BELT $2.95 


Illustrated guide to fundamentals and advanced or "black belt” judo. 
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Umbach, Arnold W. W.C.Brown Co., 
135 Locust St., 

Dubuque, Iowa. 

SUCCESSFUL WRESTLING; ITS BASES AND PROBLEMS $4 .00 


Illustrated handbook with good but not unique coverage. 


Miscellaneous 


Ickis, Marguerite I. Dodd, Mead 


. $4.00 
HANDICRAFTS AND HOBBIES FOR RECREATION AND RETIREMENT 


Survey, with limited information on specific activities. Largely useful 
as a suggestion book for things to do, particularly those denen to older and some- 
times less active people. 


Lewis, Shari Doubleday 
FUN WITH THE KIDS $3.95 


Includes suggestions originally presented on television. Indoor and out- 
door toys, games, parties and crafts using at-hand materials and appealing to small 
children of all ages. 


Schwartz, Paul- fd. Folk Dance Guide, 
Box 342, Cooper Sta., 

‘New York 3, N.Y. 

FOLK DANCE GUIDE Paper, 1.00 


Revised edition, chiefly useful for directory of teachers, calendar of 
events and an excellent bibliography. 


Reinfeld, Fred Sterling 
CATALOGUE OF THE WORLD'S MOST POPULAR COINS .. $5.95 


Revision of 1956 edition, with some added coverage and extensive price 
revisions. Illustrated to size as before. 


Perry, Lilla S. Tuttle 


CHINESE SNUFF BOTTLES: $12.50 
The Adventures & Studies of a Collector 


A rather elegant book, the personal narrative of a collector's interests 
and adventures. Beautifully illustrated with a potential gift-book market. 
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(] A CALENDAR OF NEW BOOKS FOR JUNE 

el ee ee ee 
CONTEMPORARY 


Gourse, R. Leslie 
Uris, Leon 
Cassill, R.V. 
Robbins, Harold 
O'Connor, Edwin 


WITH GALL AND HONEY (Doubleday) 

MILA 18 (Doubleday) 

CLEM ANDERSON (Simon & Schuster) 

THE CARPETBAGGERS (Simon & Schuster) 

THE EDGE OF SADNESS (Little, Brown-A.M.P.) July 
Book-of-the-Month Club selection. 

THE HOUSE ON COLISEUM STREET (Knopf ) 

THE WINTER OF OUR DISCONTENT (Viking) August 

Literary Guild selection. 


Grau, Shirley Ann 
Steinbeck, John 
PEOPLE 


Endore, Guy 
Schmitt, Gladys 


VOLTAIRE! VOLTAIRE! (Simon & Schuster) 
REMBRANDT (Random House) July Literary Guild 
selection. 


CRIME 


Withers, E.L. 
Knowlton, Robt. A. 
Sherwood, John 
Dwight, Olivia 


HEIR APPARENT (Doubleday) 

.COURT OF CROWS (Harper) . 

THE SLEUTH AND THE LIAR (Doubleday) 
CLOSE HIS EYES (Harper) 


Se oe PO eee eee 


PEOPLE AND ISSUES IN THE NEWS 
Tanzer, Lester-£d. THE KENNEDY CIRCLE (McKay-Luce) 


FIRST HAND REPORT (Harper) 
THE EDGE OF THE SWORD (Putnam) 


NATURAL HISTORY- ANTHROPOLOGY 


MAN, GOD AND MAGIC (Putnam) 
Iles, Gerald MY HOME IN THE ZOO (Doubleday) 
Colbert, Edwin L. DINOSAURS (Dutton) 
Levi-Strauss, Claude TRISTES TROPIQUES (Criterion) 


Lissner, Ivar 


SPECIAL INTERESTS 


Bedford, Sybille THE FACES OF JUSTICE (Simon & Schuster) 
Miller, Helen Hill GREEK HORIZONS (Scribner) 
Hillary, Sir Edmund NO LATITUDE FOR ERROR (Dutton) 


$3.95 
4.95 
5-95 
6.00 


5.00 
3.50 


4.50 


9+95 
+99 
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